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ORTHOPEDIC  APPLIANCES 
TRUSSES 

ELASTIC  HOSIERY 
Etc.,  Etc. 

MEDICAL  BATTERIES 

Valentine  H.  zahn,  Manager 
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’Phone  3-27-77 


THE  YARNALL  SURGICAL  CO. 


Successor  to 

E.  A.  YARNALL  CO. 


PHILADELPHIA  SURGICAL  INSTRUMENT  HOUSE 
No.  132  South  Eleventh  Street 


Philadelphia. 
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THE  YARN  ALL  SURGICAL  CO., 
Phii.adei.phia  Surgical  Instrument  House, 
132  South  Eleventh  St. 


